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CAST 
(in order of appearance) 
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*Member of Actors’ Equity Association 


Time 
The early 1930's 


Place 
Living quarters in Dr. Seward’s Asylum for the Insane, 
north of London 


ACT ONE 
An autumn evening 


ACT TWO 
Nearly midnight, three nights later 


ACT THREE 
Scene 1: Twenty-eight hours later, before dawn 
Scene 2: The Crypt at daybreak 


There will be two 15-minute intermissions 


The use of cameras and/or recording devices is strictly prohibited. 


The River Rep is a division of Fanfare Theatre Ensemble 


